Sanitized Copy Approved for Release 2011/06/28 ; CIA-RDP80-00809A000600221 050-1 


CLASSIFir^ON 

CENTRAL INTSeeraBWePWBHJCY REPORT 

INFORMATION FROM 

FOREIGN DOCUMENTS OR RADIO BFIOADCASTS CO NO. 


COUNTRY China 

SUBJECT Booncalc - Cement industry 

HOW 

PUBLISHED Government publication 
WHB?E 

PUBUSH0) Ifan-Ghlng 
DWTE 

PUBUSHEO Dec 191^7 

LANGU^E Chinee® 


STAT 



DATEW^ 

INFORMATION 


WffEDIST. /fMay 


NO. OF PAGES 


SUPPLEMOfT TO 
REPORT NO. 


THIS IS UNEVALUATED INFORMATION 


SOURCE 


Cement Indue try , Xnf o:::^ tlcn Office^ Executive Yuano 


Gen •>o’«fned 
(under . 

Coaroany 

Factory 

Site 

Max Ann 

Prodtttive 

Canaclty 

Output (MT) 

(eat) 

1948 

(eat) 

latest ifonthiy 
^oduction (tons) 

national 

Beeourees 

CGBBle- 

elon) 

Daivan 

Cement 

Taiao 

Suo 

Chlkuto 

1*00,000 

180,000 

120,000 

58,000 

17,000 

3,000 

80,000 

45.000 

25.000 

280.000 

140.000 
80;000 

6.000 

1.000 

forth 

Qiina 

Cement 

Liu- 11 -ho 
Chln-hei 

150,000 

150,000 

6,000 

80,000 

60,000 

100,000 

80,000 

7,000 

5,000 


Uaonlng 

Cement 

Pen-ch*l 

Helao-t'un 

250.000 

150.000 


25,000 

25,000 

80,000 

60,000 

3,000 

3,000 


Eua-hsln 

Cement 

Ch’er-chl 

K’un-ming 

30c, occ 

70,000 

30,00c 

12,000 

3,obo 

L 

15,000 

5,000 

150,000 

15,000 

5,000 

(new factory - 
production ex- 
pected from 
latter half of 
1946) 

Privately 

ownef. 

Ch * 1 -heln 
Cement 

T^ang-ehan 

350,000 

80/000 150,000 

250,00c 


China 

Cement 

L*uig-t ’an 

275,000 

60,000 100,000 

200,000 

\, 


Chiang^nan 

Cement 

fan-ch’lng 

220,000 



50,000 

(Repair vark ex- 
pected to he 
completed by 
end of 1948) 


3hang-5ial 

Cemnt 

ShADg-hal 

100,000 

30,000 

30,000 

60,000 
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STAT 


Szechuan Chuog-ch’lng ^*5,000 20,000 20,000 i^0,000 

Oeaent 


Hai-ta'un Kuang-chou X80,000 30,000 30,000 80,000 

Geinant 


T *al-yuan 

Ceiaent 


i^5,000 10,000 10,000 20,000 


Chlh“Chlng Chl-iMWi 
Cemalit 


Jhctory 

Sit© 


GSUmi StIRm OF HORTHEAST CDMEWT IHDOSailY 

Satah” Am Wi rtliae losaes l^esent Condition 

11 ahed Ptodu6t It® 

Cap&olty 


B»n-di*l 

1935 

250,000 

Tiro lt,00-KW genera- 

One rotating fumaco 

Balao-t*u& 

19i^2 

150,000 

tors dlsmntled and 
reiHOTBd* Otoe rotat- 
ing funaace danaged 
beyond repair. 

Little danae dQae« 

repaired Mar 47* Present 
monthly output: 3,000 
tone 

Necessary Inatallatlons 


193^ 

180,000 

Iqulpnent greatly 

generally restored. Opera- 
tion resumed Mar 47, Present 
monthly output: 3^000 tons, 
Repairs expected to be com- 

Kt2ag>7^ 

19 kO 

170,000 

deteriorated aur- 
Ing iffir, 

A**! installatlQiiS 

pj.eTicd by Bild-48, 

An-shan 

1937 

i 4 o,ooc 

dlanantled and re- 
moTed 

Portion of machinery 


Ch“flan»t*ou 

1935 

160,000 

dlamantled and re- 
aoTed 

Main Inatallatlons 

Ifader National 

Beeourcee CobbiIbsIoq 

Tu-ahun 

193 ^ 

210,000 

dlamantled and re- 
aoTed, 

Little damage done. 


Chln-chou 

1938 

150,000 

Little damage done. 


TJa-llon 

1909 

210,000 

Ho data. 

Hider SoTltit Army 

Miao-llng 

19^^0 

90,000 

Bo data„ 

Ibder Conaunlst control- 

vi-tv2ng 

19^10 

ibO,roo 

Ho data. 

Undir Com, uni"’, 

Hi^tan'-ohlang 

&-®fh-pin 

1935 

110,000 

Ho data. 

Ho data. 

Oader Conaunlst controX, 

Ifader Cormuialeb control. 

Kirin 

1933 

260, 00c 

Main Installations 
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lESTRfCftl) 
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